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dramas H, Losar, Esg. 

1231 Fourth Street, S* 
Washington, D. C. 20024 
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1 - Mr.- White 
C<,tca: 







This is in regard to Mr. Harold Wci.*Nerg‘r. 
request under the Freedom of Informatics /,ct (rilAJ for 
laboratory data concerning the Jolui r. cnr.r v 
assassination investigation. 

In accordance vith your request expressed in a 
telephone conversation with Special Agent Thomas 13* 
Bresson on April 3, 1975# for additional data regarding 
neutron activation testing, I vish to advise ve have 
compiled 34 pages of irradiation data and calculations 
used in neutron activation analyses t>? the fr.llo--f.n-- . 

Commission Laboratory 
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Junes E. Lesnr f Esq. 









Vhcse documents vill be farninhed tc ;.;r> Heisber^g 
*t the copying fee* of $5.40 which v© are autliorised to 
charge in connection with the release of decu-^nts 
the F0I.\. 

Kitlit regard to fir* Keinbcry 2 request for 
tbd FDX c^opy c2T fclio Ecigsuc Bccv^x to 

fTr, J, I*ee Rankin dated Auguat 3.2, 10C4, which pc-rtaincsC 
to the curbstone examination , I wish to advise the 
original of this document was furnished to the Garret: 
Cosmissioa. A representative of the National 'Archives 
has confirmed it is published with its enclonurss in 
the barren Co^wdsaion Reports as chancy felt inhibits 
numbered 26, 27/ 2$ and 34. In virw of itc- publication 
and availability for public inspection, 1 an declining 
to release tho FBI copy of this docmaant. v-hieh differs 
fro» th© original only with regard tc internal, adcsinistraUv. 
markings which appear cn the FES copy , 

It is considered that tha offer of r-ilcss^ 
of the 54 pages of the above-described data, together 
with that already furnished tc Mr. Weisbcrg , res rend* 
fully to his F0IB request for c pec troy r a ic end neet-von 

activation analyses, as contained in his* written recucnt 
of Kovoja^sjr 27, 15/4, and subsequent discussion with 
FBI representatives on I5arch 14 ^ iS75. 
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You ?=ay wish to contact' Special 
Bresson of the rax FOX* Unit at tcUi-hu?,* ,. 
to arrange for delivery of tbepe dc-cur-?.-* to . 

Rincerc.lv yours, 



Agust biio-^as il. 

314- 2451 
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Clarence H* f&llc 
director 




1 — Honorable Michael Ryan 

Assistant United States Attorney 
Room 3421 

United States District Courthouse 
3rd Street and Constitution Avenue, 
Washington, D. C. 20001 
1 - The Deputy Attorney General 
Attention: Susan jM* Hauser 

1 - Assistant Attorney General 

Civil Divi si on, Att n: M r. Axe} rad 
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